From: 

Medina, Nicole (DPH) 

Sent: 

Wednesday, January 18, 2012 2:32 PM 

To: 

DPH-CDC-J Nickerson 

Cc: 

Corbett, Kate (DPH) 

Subject: 

Room 

Hi John, 



Kate and I were just talking and I wanted to update you regarding the DOL investigator, she made a visit on 
Thursday and she will be sending all her findings to her supervisor. She isn't sure of the time frame but it seems 
like they moved on this quickly so I am sure we will hear something soon. I know that Isabella isn't going in anymore 
but it might be a good idea to have her go in once a week while people are using the room and I know she gets in 
early so maybe she could clean on a certain day once a week. Thanks again! 

Nicole E. Medina 
Chemist II 

Mass. Dept, of Public Health Drug Laboratory 
305 South Street, Jamaica Plain, MA 02130 
phone: 617-983-6630 
fax: 617-983-6625 
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